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SUBJ; RECOMMENDED DISPOSAL ACTION FOR SLIPPER STRIPPER PUMPs | 
1. ENGINEERING SUGGESTS THAT PUMPS BE HELD AT [ __|For 25X1A 
POSSIBLE OTHER NEW DEVELOPMENT WORK, 
2, PUMPs ARE NOT COMMON TO AIR FORCE ASSETS. 
5, PHYSICAL INVENTORY DISCLOSED THREE PUMPS IN LIEU OF 
TWO PER REFERENCE, ADDITIONAL PROCURED AS BACKUP SPARE FOR 
TEST WORK, | 
sO 6 ae |_ fo Issu A VOUCHER CHARGING [__ FoR ACCOUNT~ 
ABILITY FOR THREE EACH P/N 227800~1 FUEL TRANSFER PUMPS AS 
GFE TO RETAIN AT[ PER PARA ABOVE. 
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